Brooks ' Skinner Co., Inc. 

QUINCY, MASSACHUSETTS 
The largest manufacturers of 

Wood and Steel Portable and Permanent Garages, 

Bungalows, Cottages, Hospitals, School 

Houses, Factories, Etc. 

in the Eastern States 




We Build a Complete Building every 55 Minutes 

Capacity, over 2500 Buildings a Year 

Our Reputation has been 

Built upon Quality 



TELEPHONES 

GRANITE 5090 5091 5092 



Main Office and Exhibit, 662 Adams St., Quincy, Mass. 



BROOKS-SKINNER COMPANY, Incorporated - - QUINCY, MASS. 




Our Large Catalog sent on Request. 



BROOKS^SKINNER COMPANY, Incorporated - - QUINCY, MASS. 
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See our OUTDOOR EXHIBIT on Adams Street, Quincy, Mass. 

Main Road, Boston to Nantasket Beach 



BROOKS-SKINNER COMPANY, Incorporated - - QUINCY, MASS. 




An attractive 12 ft. x 18 ft. One-Car Brooks-Skinner Company WOOD GARAGE, 

Gable Roof 
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One of our 12 ft. x 18 ft. Single Car WOOD GARAGES with Hip Roof. All our wood build- 
ings are very heavily framed. All studding and rafters planed four sides. The roof is 
}i in. matched hard pine, covered with two layers of the highest priced, fire- 
proof asphalt shingles, either red or green 

See our OUTDOOR EXHIBIT on Adams Street, Qirincy, Mass. 

Main Road, Boston to Nantasket Beach 



BROOKS-SKINNER COMPANY, Incorporated - - QUINCY, MASS. 




20 x 20 ft. WOOD SHINGLED GARAGE WITH GABLE ROOF. 

Quality Counts. Our Sales have Increased Ten Times Over in Five Years. 




BROOKS-SKINNER PORTABLE SCHOOL BUILDINGS. 

Our portable bungalows, school-houses, hospitals, and recreation buildings are 
recognized as the standard buildings of this class. Our portable school-houses can 
be seen in many of the principal cities and towns of New England. These build- 
ings are considered the wannest and best built portable buildings erected in 
recent years. 



BROOKS-SKINNER COMPANY, Incorporated - - QUINCY, MASS. 




See our OUTDOOR EXHIBIT on Adams Street, Quincy, Mass. 

Main Road, Boston to Nantasket Beach 



BROOKS-SKINNER COMPANY, Incorporated - - QUINCY, MASS. 
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Our Large Catalog sent on Request. 



BROOKS-SKINNER COMPANY, Incorporated - - QUINCY, MASS. 




See our OUTDOOR EXHIBIT on Adams Street, Quincy, Mass. 

Main Road, Boston to Nantasket Beach 





BROOKS-SKINNER COMPANY, Incorporated 


- - QUINCY, 


MASS. 




iral steel roof trusses 

'urlines supporting roofing sheets 
y omitted in other steel buildings) 
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- Wind Bracing 

Note the Heavy 
Wall Construction 
and Bracing 


Standards, Sills, 
Plates, Braces, 
and Door Posts 
of Angle Iron 


FRAMEWORK OF BROOKS-SKINNER COMPANY STANDARD TWO-CAR ALL-STEEL GARAGE 

The best Framed Two-Car All-Steel Garage in the United States 

16,000 SATISFIED CUSTOMERS SURELY A WONDERFUL RECORD 
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BROOKS-SKINNER COMPANY, Incorporated - - QUINCY, MASS. 




Another popular 10 ft. x 18 ft. ALL-STEEL CLAPBOARD GARAGE 
This Clapboard is PATENTED 



Our customers have the choice of either Steel or Wood doors on Steel garages 
without extra charge. 




12 ft. x 18 ft. Steel Garage with Hip Roof. Many times copied but never equalled 



BROOKS-SKINNER COMPANY, Incorporated - - QUINCY, MASS. 




Two-Car ALL-STEEL CLAPBOARD GARAGE (Patented). Size 18 ft. x 18 ft. Hip Roof 




M ILTON 



How to reach the BROOKS-SKINNER COMPANY Main Office, Factory and Exhibit. 

Main road from Boston to Nantasket Beach, on Adams Street, 

near East Milton station, Quincy 



BROOKS-SKINNER COMPANY, Incorporated - - QUINCY, MASS. 




BROOKS-SKINNER COMPANY, Incorporated - - QUINCY, MASS. 




16 ft. x 24 ft. ALL-STEEL PATENTED CLAPBOARD GASOLINE STATION 
Quality Buildings at Reasonable Prices 



GASOLINE STATIONS 

Our gasoline stations of both Wood and Steel construction have been recog- 
nized for many years as the leaders in their line. There is that individuality about 
the well-built, attractive, sturdy looking Brooks-Skinner Company stations that 
you do not see in other buildings that have often cost double the price. 




12 ft. x 18 ft. WOOD GASOLINE STATION 
With Gable Roof, Quality remains long after the price is forgotten 
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BROOKS-SKINNER COMPANY, Incorporated - - QUINCY, MASS. 







30 ft. x 130 ft. x 12 ft. ALL-STEEL BUILDING 

The above cut shows one of our factory buildings. These factory and storage 
buildings can be built to any size desired 

Do jwt be misled by salesmen who tell you thai their buildings are JUST AS GOOD 
as the BROOKS-SKINNER COMPANY Buildings 

See our OUTDOOR EXHIBIT on Adams Street, Quincy, Mass. 

Main Road, Boston to Nantasket Beach 




Interior of a Brooks-Skinner ALL-STEEL PUBLIC GARAGE 

ALL-STEEL GARAGES. This cut shows the inside view of one of our steel 
buildings. Please note the heavy and substantial framework 

Before placing your order, consult the Brooks-Skinner Company, Inc. You 
will save time and money and get a better building. Our engineers and representa- 
tives are at your service. 

See our OUTDOOR EXHIBIT on Adams Street, Qirincy, Mass. 

Main Road, Boston to Nantasket Beach 



Unsolicited References 

From a Few of the Many Satisfied Customers 



Brooks-Skinner Co., Inc. 253 ML Auburn St., 

Quincy, Mass. Watertown, Mass. 

Dear Sirs: 

Enclosed please find check for garage, and accept the hearty thanks of all my 
family for your excellent piece of work, of which we are proud and more than satisfied. 
Please convey to your good employees our sincere thanks and deep appreciation 
for their kind interest in the work, and, believe me, 

Yours sincerely, 

Father Splaine. 



March 12, 1925 
121 Riverside Avenue, 
Medford, Mass. 
Brooks-Skinner Company, Inc., 

Quincy, Mass. 
Gentlemen: 

The building you erected for us at 121 Riverside Avenue, Medford, Mass., prom- 
ises to be most admirably adapted to our needs. We are greatly pleased with it and 
with the very prompt service you gave us. 

We enclose herewith our check in payment, and thanking you, we are. 

Very truly yours, 

Ulett Manufacturing Co., Inc., 
George A. Ulett. 



October 26. 1926 
15 North Sixth Street, 
New Bedford, Mass. 
Brooks-Skinner Company, Inc., 

Quincy, Mass. 
Gentlemen: 

I desire at this time to write you thanking you for the quick work you did for us 
recently in our emergency. 

Also wish to state that I am more than pleased with the condition of our buildings 
after having been up for so many years, close to the salt water, then jnoving them and 
re-erecting them, to find them in as good condition as new, and which I feel is quite 
remarkable. 

Yours respectfully, 

Hathaway Oil Company, Inc., 

By R. Eugene Ashley, 

Treasurer. 



February 18, 1926 
334 Union Avenue, 
Lacon ia, N. H. 
Brooks-Skinner Company, Inc., 

Quincy, Mass. 
Gentlemen: 

We take pleasure in dropping you a line in regard to the building we purchased 
of you last fall. 

We want to show our appreciation for the kindness you have shown us. We are 
much pleased with the building. It is all we expected. 

We expect to build again a little later and we will call and see you when we are 
ready. Would tike to have the same men do the job for us, as we were very well satisfied 
ivith the work they did. 

We imagine that you may get many orders from this building. 

Yours very truly, 

Shastany & Caron. 



16,000 

Satisfied Customers 



Surely this is a wonderful record. A record 
of which we are justly proud. 

It gives the management of the Brooks- 
Skinner Company the greatest satisfaction to 
know that this great number of satisfied cus- 
tomers has been built up by selling a quality 
product fully guaranteed at a reasonable 
price. 

A satisfied customer is our best advertise- 
ment and we have 16,000 boosters that help 
to keep our factories busy twelve months a 
year. 

Why take chances in buying buildings from 
unknown people when it does not cost any 
more to buy a Brooks-Skinner Company 
Building. 



